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1 000 000819 9° - 1 O00 000819 ¥¥9 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00089 000 
and 1 000 00089 999, 


182.1. 1 000 000819 9°° - 1 000 0008"° 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 0008'9 °0 
and 1 000 0008"° 999, 


1 followed by 4 860 000 zeros, 1 000 000819 °° - one octacosadekischilillion 

1 followed by 4 860 006 zeros, 1 000 00089 1 - one octacosadekischiliahenillion 
1 followed by 4 860 012 zeros, 1 000 000819 2 - one octacosadekischiliadillion 

1 followed by 4 860 018 zeros, 1 000 000819 °° - one octacosadekischiliatrillion 

1 followed by 4 860 024 zeros, 1 000 000819 4 - one octacosadekischiliatetrillion 

1 followed by 4 860 030 zeros, 1 000 0008'° 5 - one octacosadekischiliapentillion 
1 followed by 4 860 036 zeros, 1 000 00089 °% - one octacosadekischiliahexillion 

1 followed by 4 860 042 zeros, 1 000 0008'° °°” - one octacosadekischiliaheptillion 
1 followed by 4 860 048 zeros, 1 000 000819 8 - one octacosadekischiliaoctillion 


1 followed by 4 860 054 zeros, 1 000 000819 °° - one octacosadekischiliaennillion 


1 followed by 4 860 000 zeros, 1 000 0008'° °° - one octacosadekischilillion 


1 followed by 4 860 060 zeros, 1 000 00089 °'9 - one octacosadekischiliadekillion 

1 followed by 4 860 120 zeros, 1 000 0008'° 920 - one octacosadekischiliadiacontillion 

1 followed by 4 860 180 zeros, 1 000 0008'° 3° - one octacosadekischiliatriacontilion 

1 followed by 4 860 240 zeros, 1 000 0008'° 4° - one octacosadekischiliatetracontillion 
1 followed by 4 860 300 zeros, 1 000 0008" 5° - one octacosadekischiliapentacontillion 
1 followed by 4 860 360 zeros, 1 000 00089 °° - one octacosadekischiliahexacontillion 
1 followed by 4 860 420 zeros, 1 000 00089 °7° - one octacosadekischiliaheptacontillion 
1 followed by 4 860 480 zeros, 1 000 0008'° 8° - one octacosadekischiliaoctacontillion 


1 followed by 4 860 540 zeros, 1 000 0008'° °° - one octacosadekischiliaenneacontillion 


1 followed by 4 860 000 zeros, 1 000 0008'° °° - one octacosadekischilillion 

1 followed by 4 860 600 zeros, 1 000 0008"° 1°° - one octacosadekischiliahectillion 

1 followed by 4 861 200 zeros, 1 000 0008'° 2° - one octacosadekischiliaadiacosillion 
1 followed by 4 861 800 zeros, 1 000 000°'9 3° - one octacosadekischiliatriacosillion 

1 followed by 4 862 400 zeros, 1 000 0008'° 4°° - one octacosadekischiliatetracosillion 
1 followed by 4 863 000 zeros, 1 000 000°1° 5°° - one octacosadekischiliapentacosillion 
1 followed by 4 863 600 zeros, 1 000 0008"° 6° - one octacosadekischiliahexacosillion 
1 followed by 4 864 200 zeros, 1 000 00089 7° - one octacosadekischiliaheptacosillion 
1 followed by 4 864 800 zeros, 1 000 000°1° ®°° - one octacosadekischiliaoctacosillion 


1 followed by 4 865 400 zeros, 1 000 000°19 9° - one octacosadekischiliaenneacosillion 


182.2. 1 000 00081! °° - 4 000 0008"! 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 0008! 10 
and 1 000 0008"" 999, 


1 followed by 4 866 000 zeros, 1 000 0008"1 °° - one octacosadecahenischilillion 
1 followed by 4 866 006 zeros, 1 000 00081 °1 - one octacosadecahenischiliahenillion 


1 followed by 4 866 012 zeros, 1 000 0008"1 2 - one octacosadecahenischiliadillion 


1 followed by 4 866 018 zeros, 1 000 0008" °3 - one octacosadecahenischiliatrillion 

1 followed by 4 866 024 zeros, 1 000 0008"1 4 - one octacosadecahenischiliatetrillion 

1 followed by 4 866 030 zeros, 1 000 00081 5 - one octacosadecahenischiliapentillion 
1 followed by 4 866 036 zeros, 1 000 0008"1 6 - one octacosadecahenischiliahexillion 
1 followed by 4 866 042 zeros, 1 000 00081 °°” - one octacosadecahenischiliaheptillion 
1 followed by 4 866 048 zeros, 1 000 0008" 8 - one octacosadecahenischiliaoctillion 


1 followed by 4 866 054 zeros, 1 000 000°" °°9 - one octacosadecahenischiliaennillion 


1 followed by 4 866 000 zeros, 1 000 0008"1 °° - one octacosadecahenischilillion 

1 followed by 4 866 060 zeros, 1 000 00081 9° - one octacosadecahenischiliadekillion 

1 followed by 4 866 120 zeros, 1 000 0008"! 92° - one octacosadecahenischiliadiacontillion 

1 followed by 4 866 180 zeros, 1 000 0008"! 3° - one octacosadecahenischiliatriacontilion 

1 followed by 4 866 240 zeros, 1 000 0008"1 4° - one octacosadecahenischiliatetracontillion 
1 followed by 4 866 300 zeros, 1 000 0008"1 5° - one octacosadecahenischiliapentacontillion 
1 followed by 4 866 360 zeros, 1 000 0008"1 6° - one octacosadecahenischiliahexacontillion 
1 followed by 4 866 420 zeros, 1 000 00081 97° - one octacosadecahenischiliaheptacontillion 
1 followed by 4 866 480 zeros, 1 000 0008"1 8° - one octacosadecahenischiliaoctacontillion 


1 followed by 4 866 540 zeros, 1 000 0008"! 99° - one octacosadecahenischiliaenneacontillion 


1 followed by 4 866 000 zeros, 1 000 0008"1 °° - one octacosadecahenischilillion 

1 followed by 4 866 600 zeros, 1 000 00081 1° - one octacosadecahenischiliahectillion 

1 followed by 4 867 200 zeros, 1 000 0008"1 2°° - one octacosadecahenischiliadiacosillion 

1 followed by 4 867 800 zeros, 1 000 0008" 3° - one octacosadecahenischiliatriacosillion 

1 followed by 4 868 400 zeros, 1 000 0008"1 4°° - one octacosadecahenischiliatetracosillion 

1 followed by 4 869 000 zeros, 1 000 0008"1 5°° - one octacosadecahenischiliapentacosillion 
1 followed by 4 869 600 zeros, 1 000 0008"1 §°° - one octacosadecahenischiliahexacosillion 
1 followed by 4 870 200 zeros, 1 000 0008"1 7° - one octacosadecahenischiliaheptacosillion 
1 followed by 4 870 800 zeros, 1 000 0008" 8° - one octacosadecahenischiliaoctacosillion 


1 followed by 4 871 400 zeros, 1 000 0008"1 9° - one octacosadecahenischiliaenneacosillion 


182.3. 1 000 000812 9°° - 4 000 00082 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00082 00 
and 1 000 000°"2 999, 


1 followed by 4 872 000 zeros, 1 000 0008'2 °° - one octacosadecadischilillion 

1 followed by 4 872 006 zeros, 1 000 000®'2 1 - one octacosadecadischiliahenillion 
1 followed by 4 872 012 zeros, 1 000 0008'2 °°2 - one octacosadecadischiliadillion 

1 followed by 4 872 018 zeros, 1 000 000®'2 93 - one octacosadecadischiliatrillion 

1 followed by 4 872 024 zeros, 1 000 0008'2 4 - one octacosadecadischiliatetrillion 

1 followed by 4 872 030 zeros, 1 000 0008'2 5 - one octacosadecadischiliapentillion 
1 followed by 4 872 036 zeros, 1 000 0008'2 6 - one octacosadecadischiliahexillion 

1 followed by 4 872 042 zeros, 1 000 0008'2 °°” - one octacosadecadischiliaheptillion 
1 followed by 4 872 048 zeros, 1 000 000®'2 8 - one octacosadecadischiliaoctillion 


1 followed by 4 872 054 zeros, 1 000 000®'2 9 - one octacosadecadischiliaennillion 


1 followed by 4 872 000 zeros, 1 000 0008'2 °° - one octacosadecadischilillion 

1 followed by 4 872 060 zeros, 1 000 0008'2 °° - one octacosadecadischiliadekillion 

1 followed by 4 872 120 zeros, 1 000 0008'2 92° - one octacosadecadischiliadiacontillion 

1 followed by 4 872 180 zeros, 1 000 000®'2 °° - one octacosadecadischiliatriacontilion 

1 followed by 4 872 240 zeros, 1 000 000®'2 4° - one octacosadecadischiliatetracontillion 
1 followed by 4 872 300 zeros, 1 000 0008'2 °° - one octacosadecadischiliapentacontillion 
1 followed by 4 872 360 zeros, 1 000 0008'2 °° - one octacosadecadischiliahexacontillion 
1 followed by 4 872 420 zeros, 1 000 0008'2 97° - one octacosadecadischiliaheptacontillion 
1 followed by 4 872 480 zeros, 1 000 000®'2 °8° - one octacosadecadischiliaoctacontillion 


1 followed by 4 872 540 zeros, 1 000 0008'2 9° - one octacosadecadischiliaenneacontillion 


1 followed by 4 872 000 zeros, 1 000 000°'2 °° - one octacosadecadischilillion 


1 followed by 4 872 600 zeros, 1 000 000®'2 1°° - one octacosadecadischiliahectillion 
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1 followed by 4 873 200 zeros, 1 000 0008'2 2° - one octacosadecadischiliadiacosillion 

1 followed by 4 873 800 zeros, 1 000 000®12 3° - one octacosadecadischiliatriacosillion 

1 followed by 4 874 400 zeros, 1 000 000®'2 4° - one octacosadecadischiliatetracosillion 

1 followed by 4 875 000 zeros, 1 000 000®'2 5° - one octacosadecadischiliapentacosillion 
1 followed by 4 875 600 zeros, 1 000 000®'2 6° - one octacosadecadischiliahexacosillion 
1 followed by 4 876 200 zeros, 1 000 0008'2 7° - one octacosadecadischiliaheptacosillion 
1 followed by 4 876 800 zeros, 1 000 000®12 8° - one octacosadecadischiliaoctacosillion 


1 followed by 4 877 400 zeros, 1 000 000°'2 9°° - one octacosadecadischiliaenneacosillion 


182.4. 1 000 00081 9°° - 1 000 0008'S 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 000813 °0 
and 1 000 000°" 999. 


1 followed by 4 878 000 zeros, 1 000 0008'3 °° - one octacosadecatrischilillion 

1 followed by 4 878 006 zeros, 1 000 000°" °1 - one octacosadecatrischiliahenillion 
1 followed by 4 878 012 zeros, 1 000 0008"? 2 - one octacosadecatrischiliadillion 

1 followed by 4 878 018 zeros, 1 000 0008"? 93 - one octacosadecatrischiliatrillion 

1 followed by 4 878 024 zeros, 1 000 0008'3 4 - one octacosadecatrischiliatetrillion 

1 followed by 4 878 030 zeros, 1 000 0008'3 5 - one octacosadecatrischiliapentillion 
1 followed by 4 878 036 zeros, 1 000 0008'3 6 - one octacosadecatrischiliahexillion 
1 followed by 4 878 042 zeros, 1 000 0008"? °°” - one octacosadecatrischiliaheptillion 
1 followed by 4 878 048 zeros, 1 000 0008'3 8 - one octacosadecatrischiliaoctillion 


1 followed by 4 878 054 zeros, 1 000 0008"? °°9 - one octacosadecatrischiliaennillion 


1 followed by 4 878 000 zeros, 1 000 000®'3 °° - one octacosadecatrischilillion 
1 followed by 4 878 060 zeros, 1 000 0008'3 °° - one octacosadecatrischiliadekillion 
1 followed by 4 878 120 zeros, 1 000 0008"? 92° - one octacosadecatrischiliadiacontillion 


1 followed by 4 878 180 zeros, 1 000 0008"? °° - one octacosadecatrischiliatriacontilion 


1 followed by 4 878 240 zeros, 1 000 0008" °4° - one octacosadecatrischiliatetracontillion 
1 followed by 4 878 300 zeros, 1 000 0008'3 °° - one octacosadecatrischiliapentacontillion 
1 followed by 4 878 360 zeros, 1 000 0008'3 °° - one octacosadecatrischiliahexacontillion 
1 followed by 4 878 420 zeros, 1 000 0008'3 97° - one octacosadecatrischiliaheptacontillion 
1 followed by 4 878 480 zeros, 1 000 0008"? 8° - one octacosadecatrischiliaoctacontillion 


1 followed by 4 878 540 zeros, 1 000 0008"? 99° - one octacosadecatrischiliaenneacontillion 


1 followed by 4 878 000 zeros, 1 000 0008'3 °° - one octacosadecatrischilillion 

1 followed by 4 878 600 zeros, 1 000 0008"? 19° - one octacosadecatrischiliahectillion 

1 followed by 4 879 200 zeros, 1 000 0008"? 2° - one octacosadecatrischiliadiacosillion 

1 followed by 4 879 800 zeros, 1 000 000°13 3° - one octacosadecatrischiliatriacosillion 

1 followed by 4 880 400 zeros, 1 000 000°13 4°° - one octacosadecatrischiliatetracosillion 

1 followed by 4 881 000 zeros, 1 000 000®13 5° - one octacosadecatrischiliapentacosillion 
1 followed by 4 881 600 zeros, 1 000 000®*3 6° - one octacosadecatrischiliahexacosillion 
1 followed by 4 882 200 zeros, 1 000 000°? 7°° - one octacosadecatrischiliaheptacosillion 
1 followed by 4 882 800 zeros, 1 000 000®13 °° - one octacosadecatrischiliaoctacosillion 


1 followed by 4 883 400 zeros, 1 000 000813 9° - one octacosadecatrischiliaenneacosillion 


182.5. 1 000 000814 9°° - 1 000 0008"4 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 000814 °0 
and 1 000 0008"4 999, 


1 followed by 4 884 000 zeros, 1 000 00084 °° - one octacosadecatetrischilillion 

1 followed by 4 884 006 zeros, 1 000 000841 - one octacosadecatetrischiliahenillion 
1 followed by 4 884 012 zeros, 1 000 0008"4 2 - one octacosadecatetrischiliadillion 

1 followed by 4 884 018 zeros, 1 000 0008"4 °°3 - one octacosadecatetrischiliatrillion 

1 followed by 4 884 024 zeros, 1 000 00084 4 - one octacosadecatetrischiliatetrillion 


1 followed by 4 884 030 zeros, 1 000 00084 5 - one octacosadecatetrischiliapentillion 


1 followed by 4 884 036 zeros, 1 000 00014 - one octacosadecatetrischiliahexillion 
1 followed by 4 884 042 zeros, 1 000 000°'4 °°” - one octacosadecatetrischiliaheptillion 
1 followed by 4 884 048 zeros, 1 000 000°14 8 - one octacosadecatetrischiliaoctillion 


1 followed by 4 884 054 zeros, 1 000 000°'4 °° - one octacosadecatetrischiliaennillion 


1 followed by 4 884 000 zeros, 1 000 000°14 °° - one octacosadecatetrischilillion 

1 followed by 4 884 060 zeros, 1 000 000°*4 °'° - one octacosadecatetrischiliadekillion 

1 followed by 4 884 120 zeros, 1 000 000°*4 °° - one octacosadecatetrischiliadiacontillion 

1 followed by 4 884 180 zeros, 1 000 000®*4 °° - one octacosadecatetrischiliatriacontilion 

1 followed by 4 884 240 zeros, 1 000 000°*4 °4° - one octacosadecatetrischiliatetracontillion 

1 followed by 4 884 300 zeros, 1 000 000°*4 5° - one octacosadecatetrischiliapentacontillion 
1 followed by 4 884 360 zeros, 1 000 000°*4 °° - one octacosadecatetrischiliahexacontillion 
1 followed by 4 884 420 zeros, 1 000 000°*4 °7° - one octacosadecatetrischiliaheptacontillion 
1 followed by 4 884 480 zeros, 1 000 000°*4 °° - one octacosadecatetrischiliaoctacontillion 


1 followed by 4 884 540 zeros, 1 000 000°14 °° - one octacosadecatetrischiliaenneacontillion 


1 followed by 4 884 000 zeros, 1 000 0004 °° - one octacosadecatetrischilillion 

1 followed by 4 884 600 zeros, 1 000 000°*4 1° - one octacosadecatetrischiliahectillion 

1 followed by 4 885 200 zeros, 1 000 000°*4 2 - one octacosadecatetrischiliadiacosillion 

1 followed by 4 885 800 zeros, 1 000 000°*4 3° - one octacosadecatetrischiliatriacosillion 

1 followed by 4 886 400 zeros, 1 000 000°*4 4°° - one octacosadecatetrischiliatetracosillion 
1 followed by 4 887 000 zeros, 1 000 000°*4 5° - one octacosadecatetrischiliapentacosillion 
1 followed by 4 887 600 zeros, 1 000 000®*4 ©° - one octacosadecatetrischiliahexacosillion 
1 followed by 4 888 200 zeros, 1 000 00014 7°° - one octacosadecatetrischiliaheptacosillion 
1 followed by 4 888 800 zeros, 1 000 000°*4 ®°° - one octacosadecatetrischiliaoctacosillion 


1 followed by 4 889 400 zeros, 1 000 000®*4 9° - one octacosadecatetrischiliaenneacosillion 


182.6. 1 000 00081° 9°° - 1 000 0008"9 999 


Here are the lists containing proposed names of large numbers 


7 


that belong to the numerical ranges between 1 000 00085 
and 1 000 000815 999, 


1 followed by 4 890 000 zeros, 1 000 0008"5 °° - one octacosadecapentischilillion 

1 followed by 4 890 006 zeros, 1 000 00085 1 - one octacosadecapentischiliahenillion 
1 followed by 4 890 012 zeros, 1 000 0008"5 °°2 - one octacosadecapentischiliadillion 

1 followed by 4 890 018 zeros, 1 000 0008'5 3 - one octacosadecapentischiliatrillion 

1 followed by 4 890 024 zeros, 1 000 00085 4 - one octacosadecapentischiliatetrillion 

1 followed by 4 890 030 zeros, 1 000 00085 5 - one octacosadecapentischiliapentillion 
1 followed by 4 890 036 zeros, 1 000 00085 ° - one octacosadecapentischiliahexillion 

1 followed by 4 890 042 zeros, 1 000 00085 °°” - one octacosadecapentischiliaheptillion 
1 followed by 4 890 048 zeros, 1 000 00085 8 - one octacosadecapentischiliaoctillion 


1 followed by 4 890 054 zeros, 1 000 00085 9 - one octacosadecapentischiliaennillion 


1 followed by 4 890 000 zeros, 1 000 0008"5 °° - one octacosadecapentischilillion 

1 followed by 4 890 060 zeros, 1 000 00085 °° - one octacosadecapentischiliadekillion 

1 followed by 4 890 120 zeros, 1 000 0008"5 920 - one octacosadecapentischiliadiacontillion 

1 followed by 4 890 180 zeros, 1 000 0008'5 °° - one octacosadecapentischiliatriacontilion 

1 followed by 4 890 240 zeros, 1 000 0008'5 4° - one octacosadecapentischiliatetracontillion 

1 followed by 4 890 300 zeros, 1 000 00085 5° - one octacosadecapentischiliapentacontillion 
1 followed by 4 890 360 zeros, 1 000 0008'5 °° - one octacosadecapentischiliahexacontillion 
1 followed by 4 890 420 zeros, 1 000 000®'5°7° - one octacosadecapentischiliaheptacontillion 
1 followed by 4 890 480 zeros, 1 000 0008'5 8° - one octacosadecapentischiliaoctacontillion 


1 followed by 4 890 540 zeros, 1 000 0008"5 °° - one octacosadecapentischiliaenneacontillion 


1 followed by 4 890 000 zeros, 1 000 0008"5 °° - one octacosadecapentischilillion 

1 followed by 4 890 600 zeros, 1 000 0008"5 1°° - one octacosadecapentischiliahectillion 

1 followed by 4 891 200 zeros, 1 000 0008"5 2° - one octacosadecapentischiliadiacosillion 
1 followed by 4 891 800 zeros, 1 000 0008"5 3°° - one octacosadecapentischiliatriacosillion 


1 followed by 4 892 400 zeros, 1 000 0008"5 4°° - one octacosadecapentischiliatetracosillion 


000 


1 followed by 4 893 000 zeros, 1 000 00085 5° - one octacosadecapentischiliapentacosillion 
1 followed by 4 893 600 zeros, 1 000 0008'5 6° - one octacosadecapentischiliahexacosillion 
1 followed by 4 894 200 zeros, 1 000 00085 7° - one octacosadecapentischiliaheptacosillion 
1 followed by 4 894 800 zeros, 1 000 000°15 °° - one octacosadecapentischiliaoctacosillion 


1 followed by 4 895 400 zeros, 1 000 0008'5 9° - one octacosadecapentischiliaenneacosillion 


182.7. 1 000 000816 9°° - 1 000 0008"6 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00086 000 
and 1 000 000°'6 999, 


1 followed by 4 896 000 zeros, 1 000 0008'6 °° - one octacosadecahexischilillion 

1 followed by 4 896 006 zeros, 1 000 0008'6 1 - one octacosadecahexischiliahenillion 
1 followed by 4 896 012 zeros, 1 000 0008'6 °°2 - one octacosadecahexischiliadillion 

1 followed by 4 896 018 zeros, 1 000 0008'6 °°3 - one octacosadecahexischiliatrillion 

1 followed by 4 896 024 zeros, 1 000 0008'6 94 - one octacosadecahexischiliatetrillion 

1 followed by 4 896 030 zeros, 1 000 000®'6 5 - one octacosadecahexischiliapentillion 
1 followed by 4 896 036 zeros, 1 000 0008'6 6 - one octacosadecahexischiliahexillion 
1 followed by 4 896 042 zeros, 1 000 000®'6 °°” - one octacosadecahexischiliaheptillion 
1 followed by 4 896 048 zeros, 1 000 0008'6 98 - one octacosadecahexischiliaoctillion 


1 followed by 4 896 054 zeros, 1 000 0008'6 °°9 - one octacosadecahexischiliaennillion 


1 followed by 4 896 000 zeros, 1 000 0008'6 °° - one octacosadecahexischilillion 

1 followed by 4 896 060 zeros, 1 000 0008'6 °'° - one octacosadecahexischiliadekillion 

1 followed by 4 896 120 zeros, 1 000 000®'¢ 920 - one octacosadecahexischiliadiacontillion 

1 followed by 4 896 180 zeros, 1 000 0008'¢ °° - one octacosadecahexischiliatriacontilion 

1 followed by 4 896 240 zeros, 1 000 0008'¢ °4° - one octacosadecahexischiliatetracontillion 
1 followed by 4 896 300 zeros, 1 000 0008'¢ 5° - one octacosadecahexischiliapentacontillion 


1 followed by 4 896 360 zeros, 1 000 0008'¢ °° - one octacosadecahexischiliahexacontillion 


9 


1 followed by 4 896 420 zeros, 1 000 000®'¢ 97° - one octacosadecahexischiliaheptacontillion 
1 followed by 4 896 480 zeros, 1 000 0008" 8° - one octacosadecahexischiliaoctacontillion 


1 followed by 4 896 540 zeros, 1 000 0008" 99° - one octacosadecahexischiliaenneacontillion 


1 followed by 4 896 000 zeros, 1 000 0008'6 °° - one octacosadecahexischilillion 

1 followed by 4 896 600 zeros, 1 000 0008" 1°° - one octacosadecahexischiliahectillion 

1 followed by 4 897 200 zeros, 1 000 000®"¢ 20° - one octacosadecahexischiliadiacosillion 

1 followed by 4 897 800 zeros, 1 000 000®'6 3° - one octacosadecahexischiliatriacosillion 

1 followed by 4 898 400 zeros, 1 000 0008" 4°° - one octacosadecahexischiliatetracosillion 

1 followed by 4 899 000 zeros, 1 000 000°16 5° - one octacosadecahexischiliapentacosillion 
1 followed by 4 899 600 zeros, 1 000 0008" 6° - one octacosadecahexischiliahexacosillion 
1 followed by 4 900 200 zeros, 1 000 000° 7° - one octacosadecahexischiliaheptacosillion 
1 followed by 4 900 800 zeros, 1 000 000°'6 8° - one octacosadecahexischiliaoctacosillion 


1 followed by 4 901 400 zeros, 1 000 000°'6 9° - one octacosadecahexischiliaenneacosillion 


182.8. 1 000 000817 9°° - 1 000 0008” 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 000817 100 
and 1 000 000°” 999. 


1 followed by 4 902 000 zeros, 1 000 0008" °° - one octacosadecaheptischilillion 

1 followed by 4 902 006 zeros, 1 000 0008'7 °°1 - one octacosadecaheptischiliahenillion 

1 followed by 4 902 012 zeros, 1 000 0008" °°2 - one octacosadecaheptischiliadillion 

1 followed by 4 902 018 zeros, 1 000 0008'7 3 - one octacosadecaheptischiliatrillion 

1 followed by 4 902 024 zeros, 1 000 0008"? °4 - one octacosadecaheptischiliatetrillion 

1 followed by 4 902 030 zeros, 1 000 0008"? 5 - one octacosadecaheptischiliapentillion 
1 followed by 4 902 036 zeros, 1 000 0008"? °% - one octacosadecaheptischiliahexillion 

1 followed by 4 902 042 zeros, 1 000 0008"? °%” - one octacosadecaheptischiliaheptillion 


1 followed by 4 902 048 zeros, 1 000 0008"? %°8 - one octacosadecaheptischiliaoctillion 


10 


1 followed by 4 902 054 zeros, 1 000 000®'7 9 - one octacosadecaheptischiliaennillion 


1 followed by 4 902 000 zeros, 1 000 000°17 °° - one octacosadecaheptischilillion 

1 followed by 4 902 060 zeros, 1 000 000°1” °° - one octacosadecaheptischiliadekillion 

1 followed by 4 902 120 zeros, 1 000 000°” °2° - one octacosadecaheptischiliadiacontillion 

1 followed by 4 902 180 zeros, 1 000 000°” °° - one octacosadecaheptischiliatriacontilion 

1 followed by 4 902 240 zeros, 1 000 000°” °4° - one octacosadecaheptischiliatetracontillion 

1 followed by 4 902 300 zeros, 1 000 0008"? 5° - one octacosadecaheptischiliapentacontillion 
1 followed by 4 902 360 zeros, 1 000 000°1” °©° - one octacosadecaheptischiliahexacontillion 
1 followed by 4 902 420 zeros, 1 000 0008'7 °7° - one octacosadecaheptischiliaheptacontillion 
1 followed by 4 902 480 zeros, 1 000 000°*” °8° - one octacosadecaheptischiliaoctacontillion 


1 followed by 4 902 540 zeros, 1 000 000°” °°° - one octacosadecaheptischiliaenneacontillion 


1 followed by 4 902 000 zeros, 1 000 000°17 °° - one octacosadecaheptischilillion 

1 followed by 4 902 600 zeros, 1 000 000°” °° - one octacosadecaheptischiliahectillion 

1 followed by 4 903 200 zeros, 1 000 000°” 2° - one octacosadecaheptischiliadiacosillion 

1 followed by 4 903 800 zeros, 1 000 000°” 2° - one octacosadecaheptischiliatriacosillion 

1 followed by 4 904 400 zeros, 1 000 000°’ 4°° - one octacosadecaheptischiliatetracosillion 
1 followed by 4 905 000 zeros, 1 000 0008" 5°° - one octacosadecaheptischiliapentacosillion 
1 followed by 4 905 600 zeros, 1 000 000°” °° - one octacosadecaheptischiliahexacosillion 
1 followed by 4 906 200 zeros, 1 000 000®'7 7°° - one octacosadecaheptischiliaheptacosillion 
1 followed by 4 906 800 zeros, 1 000 000°” ®°° - one octacosadecaheptischiliaoctacosillion 


1 followed by 4 907 400 zeros, 1 000 000°17 9°° - one octacosadecaheptischiliaenneacosillion 


182.9. 1 000 000818 9°° - 4 000 0008'8 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 000818 100 
and 1 000 000°"8 999. 
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1 followed by 4 908 000 zeros, 1 000 000°18 °° - one octacosadecaoctischilillion 

1 followed by 4 908 006 zeros, 1 000 00088 °° - one octacosadecaoctischiliahenillion 

1 followed by 4 908 012 zeros, 1 000 000°18 2 - one octacosadecaoctischiliadillion 

1 followed by 4 908 018 zeros, 1 000 000°18 °° - one octacosadecaoctischiliatrillion 

1 followed by 4 908 024 zeros, 1 000 000°18 4 - one octacosadecaoctischiliatetrillion 

1 followed by 4 908 030 zeros, 1 000 000818 5 - one octacosadecaoctischiliapentillion 
1 followed by 4 908 036 zeros, 1 000 000°18 % - one octacosadecaoctischiliahexillion 

1 followed by 4 908 042 zeros, 1 000 000°18 7 - one octacosadecaoctischiliaheptillion 
1 followed by 4 908 048 zeros, 1 000 000°18 8 - one octacosadecaoctischiliaoctillion 


1 followed by 4 908 054 zeros, 1 000 000818 9 - one octacosadecaoctischiliaennillion 


1 followed by 4 908 000 zeros, 1 000 000818 °° - one octacosadecaoctischilillion 

1 followed by 4 908 060 zeros, 1 000 000°18 °'° - one octacosadecaoctischiliadekillion 

1 followed by 4 908 120 zeros, 1 000 000°18 °2° - one octacosadecaoctischiliadiacontillion 

1 followed by 4 908 180 zeros, 1 000 000°? °° - one octacosadecaoctischiliatriacontilion 

1 followed by 4 908 240 zeros, 1 000 000°18 °4° - one octacosadecaoctischiliatetracontillion 

1 followed by 4 908 300 zeros, 1 000 000°18 5° - one octacosadecaoctischiliapentacontillion 
1 followed by 4 908 360 zeros, 1 000 000°18 6° - one octacosadecaoctischiliahexacontillion 
1 followed by 4 908 420 zeros, 1 000 000°'8 °7° - one octacosadecaoctischiliaheptacontillion 
1 followed by 4 908 480 zeros, 1 000 000°18 °° - one octacosadecaoctischiliaoctacontillion 


1 followed by 4 908 540 zeros, 1 000 000°18 °° - one octacosadecaoctischiliaenneacontillion 


1 followed by 4 908 000 zeros, 1 000 000°18 °° - one octacosadecaoctischilillion 

1 followed by 4 908 600 zeros, 1 000 000°'8 1° - one octacosadecaoctischiliahectillion 

1 followed by 4 909 200 zeros, 1 000 000°18 20° - one octacosadecaoctischiliadiacosillion 

1 followed by 4 909 800 zeros, 1 000 000°18 3° - one octacosadecaoctischiliatriacosillion 

1 followed by 4 910 400 zeros, 1 000 000°18 4°° - one octacosadecaoctischiliatetracosillion 
1 followed by 4 911 000 zeros, 1 000 000°18 5°° - one octacosadecaoctischiliapentacosillion 
1 followed by 4 911 600 zeros, 1 000 000°'8 6° - one octacosadecaoctischiliahexacosillion 


1 followed by 4 912 200 zeros, 1 000 00018 7° - one octacosadecaoctischiliaheptacosillion 
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1 followed by 4 912 800 zeros, 1 000 000°18 8° - one octacosadecaoctischiliaoctacosillion 


1 followed by 4 913 400 zeros, 1 000 000°'8 9° - one octacosadecaoctischiliaenneacosillion 


182.10. 1 000 0008'9 °° - 1 000 0008" 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00089 00 
and 1 000 00089 999. 


1 followed by 4 914 000 zeros, 1 000 0008'9 °° - one octacosadecaennischilillion 

1 followed by 4 914 006 zeros, 1 000 000®'9°1 - one octacosadecaennischiliahenillion 
1 followed by 4 914 012 zeros, 1 000 0008'9 °°2 - one octacosadecaennischiliadillion 

1 followed by 4 914 018 zeros, 1 000 0008'9 3 - one octacosadecaennischiliatrillion 

1 followed by 4 914 024 zeros, 1 000 0008'9 °°4 - one octacosadecaennischiliatetrillion 

1 followed by 4 914 030 zeros, 1 000 000°" 5 - one octacosadecaennischiliapentillion 
1 followed by 4 914 036 zeros, 1 000 000819 6 - one octacosadecaennischiliahexillion 

1 followed by 4 914 042 zeros, 1 000 0008'9 °°” - one octacosadecaennischiliaheptillion 
1 followed by 4 914 048 zeros, 1 000 000819 °°8 - one octacosadecaennischiliaoctillion 


1 followed by 4 914 054 zeros, 1 000 000®'9 9 - one octacosadecaennischiliaennillion 


1 followed by 4 914 000 zeros, 1 000 0008'9 °° - one octacosadecaennischilillion 

1 followed by 4 914 060 zeros, 1 000 000819 °° - one octacosadecaennischiliadekillion 

1 followed by 4 914 120 zeros, 1 000 0008'9 92° - one octacosadecaennischiliadiacontillion 

1 followed by 4 914 180 zeros, 1 000 000®'9 3° - one octacosadecaennischiliatriacontilion 

1 followed by 4 914 240 zeros, 1 000 0008'9 °4° - one octacosadecaennischiliatetracontillion 
1 followed by 4 914 300 zeros, 1 000 0008'9 5° - one octacosadecaennischiliapentacontillion 
1 followed by 4 914 360 zeros, 1 000 0008'9 °6° - one octacosadecaennischiliahexacontillion 
1 followed by 4 914 420 zeros, 1 000 0008'9 97° - one octacosadecaennischiliaheptacontillion 
1 followed by 4 914 480 zeros, 1 000 000®'9 8° - one octacosadecaennischiliaoctacontillion 


1 followed by 4 914 540 zeros, 1 000 000®'9 99° - one octacosadecaennischiliaenneacontillion 


13 


1 followed by 4 914 000 zeros, 1 000 000°19 °° - one octacosadecaennischilillion 

1 followed by 4 914 600 zeros, 1 000 000°19 1° - one octacosadecaennischiliahectillion 

1 followed by 4 915 200 zeros, 1 000 000°19 20° - one octacosadecaennischiliadiacosillion 

1 followed by 4 915 800 zeros, 1 000 000°19 3° - one octacosadecaennischiliatriacosillion 

1 followed by 4 916 400 zeros, 1 000 000°'9 4°° - one octacosadecaennischiliatetracosillion 

1 followed by 4 917 000 zeros, 1 000 000°19 5°° - one octacosadecaennischiliapentacosillion 
1 followed by 4 917 600 zeros, 1 000 000®19 °° - one octacosadecaennischiliahexacosillion 
1 followed by 4 918 200 zeros, 1 000 000°19 7° - one octacosadecaennischiliaheptacosillion 
1 followed by 4 918 800 zeros, 1 000 000°19 8° - one octacosadecaennischiliaoctacosillion 


1 followed by 4 919 400 zeros, 1 000 000°19 9° - one octacosadecaennischiliaenneacosillion 
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